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THIS IS UNEVALUATED INFORMATION 


25X11 


1, On 15 Novenber 1949 the NTO/ISP became people-ouned. According to rumors 
4t vill now be called Funkverk-Berlin, and building No. 40 which contains 
all the laboratories of the prenent GK3 Dorpartment will be adrinistered 
separately for special tasks. This may be only wishful thinking on tho 
part of the GKB poople, ho-ever. 


2. Orders have been given that all present work is to be finished by 31 Decer- 
ber 1949. It is ansumed that the Rusnian officers who are still at the voris 
will lenve by txin date, since they have already bemun to pack. 

3. Until 15 November 1949 the "TO vas divided into three groups. 

a, GK3, German chief Warr Panlussen. | 
b. Production. Russian qhief Alchanovs no German chief. 
¢. Jelding. Fussian chief? Pononarev; German chief lloeen. 

hye The following Russians are definitely still at UTO/IP.at this noment: Kyalin, 
accounts; Vasclileva; Kanzantaev; Akhanov, chie? of production; Suntas Korobova, 


eief of sore laboratories; Insukov; Tikhanov; Poryadins Pavlov; Sherbanov. 


Bu The follovinr sroups aro now exinting under GiB: 


a. Gyros h. Short-vave neasurins devices 

b, Stooring devices i, ‘laieh-froquency nensurine devices 
ec, “tabilizera j. “Sgh-froquency roasurine devices 
d. Construction materials k. Slectro-acouatics 


6. Cnvnuter ~mechanisns 
£, Iscillov-arhs 
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CENTRAL INTELLIGEUCE AGENCY r....._ 
CONFIDENTIAL 


The following is a list of official taslsfor tho Buremi. The list contains 
order nunber, type and bluerrint numbers. Monitor A of this list is believed 
to be 8 small measuring device with an impulse sender and vecsiver for small 
frequencies. The fact that the same type appoaro under different order nun 
bers repeatedly on this list, seems to indicate. +hr+. the sare device is used 
for different tasks. 


Quer Nonber ixma Biveprint Number 
241 Power output meter If 5-1 
(22-20 em 
244, Ferraris motor 
246 Magnotic amplifier 
(Magnetvarstacrier) 
255 Line voltage-operated device NG 1-8 b 
268 "Ranechrenerator" Sch G12 2 
(Schrottgenerator) 
276 Oseillograph with trans- OG 2-6¢ 
former 500 Hz 
2el Oseiliovraph with trans- OGil-4a 
former 36V : 
285 Computors 
1000 Double ray oscillographa 0 2-6e¢ 
1004 Impulse oscillator Og2—-4 
L005 Freqemcy moter, coarse GG 5-16 
1006 Froquency noter re6-2a 
1007 Monitor A 
1008 Power output meter Im5-1 
270 Double ray oselllorzraph OC 2-6a 
252 Distance calibrator DW6i-1 
264 Field strenth indicator F25@1 
265 Laboratory transmitter Is3-1 
275 RC (Audio frequency generator) IS Le - 2a 
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